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SUBJECT: FDA ADVISORY- DEFECTIVE ELECTRONIC PRODUCT- 
EXCESSIVE ULTRA-VIOLET RADIATION 

REE: STATE 126575 

1 . PER REETEL, EMBASSY ADVISED LOCAL AUTHORITIES 
JUNE 6, 1975 OF FDA ADVISORY ON NUVA-LITE ULTRAVIOLET 
DENTAL APPLIANCE. 

2. AUGUST 19 WALTER WILTSCHEK, AREA SALES MANAGER, 

EXPORT DIVISION, DENTSPLY INTERNATIONAL, INC., YORK, PA. 

CALLED AT EMBASSY AND EXPLAINED MANUFACTURER OE 
EQUIPMENT PLANNED BEGIN SHIPPING MODIFICATION KITS TO 
OVERSEAS USERS OE NUVA-LITE WITHIN NEXT TWO WEEKS. 

WILTSCHEK LEET COPY OF AMERICAN DENTAL ASSOCIATION NEWS 
(JUNE 30, 1975) CONTAINING ARTICLE INDICATING FDA HAD 
APPROVED CORRECTIVE ACTION PROGRAM FOR MODIFICATION OF 
THIS EQUIPMENT. HE INDICATED SEVERAL IMPORTANT SALES 
PENDING COSTA RICA AND COMPANY WOULD APPRECIATE IT IF 
LOCAL OFFICIALS COULD BE OFFICIALLY INFORMED OF FDA-APPROVED 
MODIFICATION PROGRAM. 

3. REQUEST DEPARTMENT CONFIRM THAT FDA HAS APPROVED 
MODIFICATION PROGRAM AND PROVIDE DETAILSOF CABLE FOR 
NOTIFICATION LOCAL OFFICIALS. 
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